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337 January 30, 1914 

CHICOPEE, MASS. 
Stables, Care of—Manure, Care and Disposal of. (Reg. Bd. of H., Mar. 4, 1913.) 

Every owner, lessee, or occupant of any stable or place where horses or cattle or 
other animals shall collect, shall at all times keep or cause to be kept such stables and 
places in a cleanly condition satisfactory to the board of health. 

All manure shall be kept in a proper and suitable pit or receptacle for the purpose. 
The accumulation and storage of manure outside such pit or receptacle is prohibited. 

No manure shall be removed or carried through any street unless it is loaded in 
such a manner as to prevent its being scattered or dropped while being carried away. 

No manure shall be allowed to accumulate at any stable for a longer period than 
one week without permission from the board of health. 

All stables and manure heaps shall be sprinkled with some disinfectant as often as 
the board of health believes necessary, to prevent the breeding of flies as far as possible, 
as it has been established that one of the most dreaded diseases, infantile paralysis, 
is transmitted through the medium of the stable fly. 

Any person or persons who shall fail, neglect, or refuse to comply with, or who 
shall violate any of the provisions of the board of health regulations relative to stables, 
shall be punished by a fine not exceeding |20, and the agent of the board of health 
shall make all complaints. 



